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CONFIDENTIAL 

PAGE 01 PANAMA 02494 021650Z 
50 

ACTION PM-07 

INTO OCT-OI ARA-16 ISO-00 SS-20 MED-03 DODE-00 SAB-OI 

CPR-02 A-OI CIAE-00 INR-10 NSAE-OO RSC-01 DRC-01 /063 W 

009388 

PR02I60IZMAY 74 

PM AMEMBASSY PANAMA 

TO AMCONSUL GUAYAQUIL PRIORITY 

INTO SECSTATE WASHDC 520 

AMEMBASSY QUITO 

USCINCSO 

GOVCANAL ZONE 

CONPIDENTIAL PANAMA 2494 

EO 11652: GDS 
TAGS: OVIP, EC 

SUBJ: GORGAS HOSPITAL SERVICES POR MAGDALENA BUCARAM 
REF: GUAYAQUIL 430 

1. UNLESS MEDICAL EXAMINATION INDICATES DIPPICULTY, 
PATIENT WILL BE TREATED ON OUTPATIENT BASIS. COST 
ESTIMATES ARE NOT YET POSSIBLE. HOSPITAL CHARGES MAY 
BE PAID BY CASH OR PERSONAL CHECK. 


2. HOTEL RESERVATIONS OR OTHER HOUSING ARRANGEMENTS 
SHOULD BE MADE BY THE BUCARAMS. 

JORDEN 


CONPIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974PANAMA02494 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7401 05-0570 
From: PANAMA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740580/aaaactlb.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: GUAYAQUIL 430 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 SEP 2002 by WorrelSW>; APPROVED <13 JAN 2003 by garlanwa> 

Review Markings: 

Declassified/Released 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GORGAS HOSPITAL SERVICES FOR MAGDALENA BUCARAM 
TAGS: OVIP, AMED, EC, GORGAS HOSPITAL, (BUCARAM, MAGDALENA) 

To: GUAYAQUIL 
Type: TE 
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